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for the Vernon ^which we supposed was being rebuilt.
No sign of it. It had been flown back nearly a week
before, having been rebuilt in heat and almost incessant
dust in eight working days. With a good following
wind, it seemed but a step to Hinaidi. Once more
the sight of the ancient city, the familiar cantonment,
the sheds, the bund. I flew up the back of the line
of sheds as usual, turned in from the Diyala and made
a nice landing.